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1 
This invention relates fo novel devices and par- 
ticularly fo audible devices of a decorative na- 
ture and finding especial uses af the Christmas- 
ride and other festive occasions. In one of ifs 
more specific aspects the invention is directed to 5 
novel compact assemblies which may be coupled 
with electric sockets. 
The most prevalent electric socket in use is 
the so-called standard screw socket which in gen- 
eral consists of an inverted cup-shaped insulator 10 
having a central button-contact and a threaded 
shell-contact therein and insulated from each 
other. These contacts are respectively connected 
to the leads or conductors connected fo a source 
of electric energy. These sockets are standard- 15 
ized in the particular sizes in which they are 
used, as for example, the miniature, regular, 
mogul, etc. 
Briefiy, this invention is directed to devices 
which are unitary assemblies which may be de- 20 
mountably secured fo said sockets in the saine 
general manner as are the ordinary electric in- 
candescent lamps. Each of the novel devices 
comprises a base having a pair of contacts and 
adapted fo be inserted in and connected to an '25 
electric socket, a solenoid winding electrically 
connected to said contacts, a bell element sup- 
ported by said base, a striker element, and means 
controlled by the energization of said solenoid 
for actuating one of said elements. 30 
Fig. 1 is a view partly in section fo illustrate 
a standard screw socket and an embodiment of 
the invention coupled with the socket. 
Fig. 2 is a view parkly in vertical section oï an 
embodiment of the invention. 5 
Fig. 3 is a view similar fo Fig. 1, .but showing 
an interruptor in the socket. 
Fig. 4 is a view simflar fo Fig. 2, but showing 
an interruptor as part of the assembly. 
As shown in the drawings, there is ill.ustrated 40 
a conventional lamp socket comprising an insu- 
lator housing 10 carrying a central button metal 
contact Il and a threaded shell metal contact 
12. The contacts Il and 12 are insulated from 
each other and are electrically connected fo con- 45 
ductors 13 and 14, which are also connected fo 
a source of electric energy. 
The novel embodiment of the invention shown 
in Fig. 1 comprises a screw base 20 which bas a 
hollow screw shell metal contact 21 and a cen- 50 
tral metal contact 22 insulated from contact 2 l. 
The shell contact 21 terminates in a knurled 
flange 2 - of insulating materiaL An insulating 
disc 2§, having a central opening therethrough, 
is snapped into the lower open end of the hollow 55 

2 
shell contact 21 and is frictionally maintained in 
position thereat. Mounted on .the disc 25 and 
located in the shell 21 is an insulating spool 26 
carrying a solenoid winding 28. Mounted on the 
spool 2{) and located in the shell 21 is an insula- 
for spacing collar 30 having a spring metal con- 
tact 31 coupled therewith. An elongated mov- 
able core 32 extends through the central open- 
ing in the-spool 2{) and disc 26 and has a pair of 
stop fianges 34 and 36. One terminal 3{) of the 
winding 28 is electrically connected to the shell 
21 and ifs other terminal 37 is electrically con- 
nected fo the spring contact 31. -Fiange 34 is 
c0mposed of insulating material. 
A loop 40 extends downwardly ïrom the fiange 
23. A .bell element 42 having a free swinging 
striker element 43 suspended ïrom the upper 
part thereoï has a loop 44 af the central upper 
part thereoï. It is fo be understood that bell 
and striker elements other than the type shown 
may be employed. The conventional spherical 
bell with a ball stiker therein and commonly 
called a sleigh bell may also be used. The loop 
4{) extends through loop 44 so that the bell and 
striker elements are supported by the base 20 for 
ïree swinging movement. Coupled to the lower 
end of the core 32 is an end of a flexible string 
or cord 4{), and the other end of string 4{) is 
coupled fo one side oï the bell element 42. 
In-another fllustrative embodiment of the in- 
vention, as shown in Fig. 4, an interruptor 60 is 
located in the base 20. A terminal oï interruptor 
60 is electrically connected fo contact 22 and its 
other terminal is electrically connected to tne 
spring contact 31. In this embodiment the sole- 
noid winding 2{) in series with the interruptor 
50 and the contacts 21 and 22 of base 2{). 
Both of the assemblies shown in Figs. 2 and 4 
are compact combinations and either of them 
may be inserted in and demountably connected 
with the standard screw socket in the saine man- 
ner that a screw base lamp is so connected there- 
fo. The embodiment shown in Fig. 3 may be 
directly connected fo such a socket whose termi- 
nals are connected fo a source of electric energy 
as shown in Fig. 1, where the contact 21 is elec- 
trically connected to the shell 12 and the con- 
tact 22 is electrically connected fo contact I l. 
Instead of having the interruptor 6{) as part of 
the assembly as shown in Fig. 4, the interruptor 
6{) may be placed in the socket as a separate ele- 
ment and then the assembly shown in Fig. 2 may 
be coupled therewith, as shown in Fig. 3. If 
desired, the assembly shown in Fig. 2 may be 
coupled with the socket as shown in Fig. 1 and 
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the interruptor §0 may in this instance be lo- 
cated outside of the socket and base and be in 
series with the source of electric energy. 
The interruptors §0, employed in the various 
rnarmers heretofore set forth, are electrotherrnal 5 
responsive devices and are preferably of the 
metallic type which, due fo the rise in ternpera- 
ture of their bimetallic elernent upon passage of 
current in the circuit including the solenoid 
windings, auomaticall break ttat circuit" anoE 10 
upon cooling ïnake"the circuit. Interruptors for" 
rnaking and breaking a circuit are well known 
and for my purposes I rnay employ those known- 
as the "Twinkle-Button" type:« 
When these various cornbinations are con- ]5 
nected to a source of electric energy as 
in the ordinary home, passage oLcurrent takes 
place in the circuit in which the interruptor 5, 
the contacts and solenoid winding 28 are inelëc.-. 
trical series relationship. In the course of pas- 20 
sage of: curent, throul» the 
2 is aotuated .:utwar.dlF :an:. this. movement of 
cor 2-,causes.a:puil on.sting,-6.to«swing.bell.. 
4-onlo0p9,,whereupen-he.:elemen  strikes 
tha,belL . to ,provide ca .mus'maLnot« or-ring,, 25 
The,;intezruptor,  «is« in the 
makaand«break tha circuit..., 
1. A-,dvice/comprising,.a.base. hawing,a paire- 
of: centacts and, adaptecl t: 
COùl!ed to an electr.ic- socket,for.receivin..such. 
a Base,. a .-belL element-near»said baseand 
rnally . delending - therefrorn,, sa-id., betl eternent 
being pivotally suppòrtecl..by.saidbase,, astriker. 
element therefoe, a-solenoid-..windin near said 
base: and, ¢lct»ically.,conne¢ted,toî said «contacts,., 
andrneans for, rnovin:,one off said elaments with. 
reD¢t to. the, other upen,energization.of 
wnding. 
2.Advice .cernpzisin@,ascrew base .hving.a 40 
Pïiro.contacts«and-adaptecl tob4nsertecl in. 
and.,coupled -to. an, eletrin screw 

4 
element pivotally supported by said base, a strik- 
er element therefor, a solenoid winding sup- 
ported by said base and electrically connected 
fo said contacts, and means for rnoving one of 
said elernents with respect fo the other upon 
energization of said winding. 
3. A device cornprising a screw base having a 
pair of contacts and adapted fo be inserted in 
and coupled fo an electric screw socket, a bell 
element..swingably:,supported by saidbase and 
depending, therefrom, a striker" element  thêre- 
for, a solenoid winding disposed in said base 
and supported thereby, said winding being elec- 
trically:-connected, to said contacts and rneans 
for rnoving one of said elernents with respect 
to,the-other upon energization of said winding. 
4. A. device cornprising a screw base having a 
pair of contacts and adapted fo be inserted in 
andcoupled with an electric socket, a bell ele- 
ment pivotally supported by said base, a striker 
element,.therefor, a ,.solenoid winding-suppored 
by .said. base ,.and. e]ectrica]ly connectd, to, said:., 
centacts,, electrothermal responsie, mens for,., 
automatically, making and breaking-an electr.ic» 
circuit,., said, rneans., being  in,, series -with,.said, 
winding, and, said, contacts,- and rneans responr,-. 
sive fo energization of said windingor ,rn«ving, 
one oï said elernents with respect totheother.. 
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